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Clean the porcelain slab, and wipe it with a piece
of clean filter-paper.                                                    "
Place on the slab at intervals a series of drops of
the ferricyanide solution.
Weigh off about 5"5 grammes of Mohr's salt (see
p. 122), and note the weight taken.
Put the weighed portion in the basin, and stir
until the salt is dissolved.
Adjust the solution in the burette to zero.
Place the basin under the burette.
From the burette run in dichrome solution to
oxidise the ferrous iron.
The point at which the whole of the ferrous
iron has become oxidised to ferric iron is ascer-
tained by placing at intervals a number of drops
of a very weak solution of potassium ferricyanide
(K3FeCy6) on a white glazed tile, and bringing
from time to time, on the point of the glass
stirring rod, a drop of the iron solution which
is being titrated into contact with one of the
ferricyanide drops. As long as ferrous iron
remains in the solution a blue precipitate or a
blue colouration will result from the mingling of
the drops of these solutions. As the indication
is developed outside of the bulk of the solution
which is being examined, the term "external
indicator " is used.
Note tbe quantity of solution required to complete
the reaction.